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DATE TTE SCALE 
CROSS BOLT SPACER 


NEW ISSUE 
3.085 WAS 3.060 


98.04.16 
98.12.08 


[e 3.085 2.939 == 20.625 
(REF.) 


0.050 X 45° 
CHAMFER (TYP) 


MATERIAL: 6061-T6 (WW-T-700/6) 0.625 DIA. X 0.065 WALL 
TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED 
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